CLIMATE
Temperatures recorded at ten stations.
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Station
	Height in feet above sea-level
	Mean Temperature in Degrees Fahrenheit
			
		January
	May
	July
	November 78-5

Vizagapatam (Waltair)
	226
	74'9
	867
	84-8
	
Cocanada
	26
	73-8
	91^
	85-4
	77-0

Nellore
	71
	76-6
	93'9
	88-6
	79-1

Cuddapah
	433
	76-8
	94'6
	86-6
	78-6

Madras
	22               76*2
		89-6
	87-3
	767

Madura
	447
	78-3
	88*8
	84-8
	So-o

Coimbatore
	1,348
	75-6
	84-3
	79'4
	77-6

Calicut
	27
	787
	84-2
	78-2
	80-4

Trivandrum (Travancore)
	198
	77'S
	8r6
	77-6
	77'6

Wellington
	6,200
	56-5
	67-1
	64-5
	59-6

The word monsoon is derived from the Arabic mausirn,
meaning season, which was corrupted by the Portuguese
into moncao, and by the Dutch into monssoyn or monssoen.
The monsoons have been summed up as winds which blow
alternately in opposite directions, and at opposite seasons
of the year, i.e. blowing over the land from the Arabian
Sea in the south-west, and from the Bay of Bengal in the
north-east monsoon.
During the " cold weather," the hottest area is in the
southern districts of Trichinopoly, Madura, and Tinnevelly,
and the coolest areas in the plains are in the three northern
districts, Ganjam, Vizagapatam, and Godavari, and in
Bellary, Anantapur, and Kurnool. At Ootacamund (7,000